From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Tuesday, December 20, 2011 5:02 PM 
Dole, William (DPH) 

RE: access to drug lab test system 


Thank you. 


From: Dole, William (DPH) 

Sent: Tuesday, December 20, 2011 4:57 PM 
To: Nassif, Julianne (DPH) 

Subject: RE: access to drug lab test system 

Julie, 

Good afternoon. 

I just updated their C drive so they are all set. 
Thanks, 

Kip 


From: Nassif, Julianne (DPH) 

Sent: Tuesday, December 20, 2011 4:55 PM 
To: Dole, William (DPH) 

Cc: Caloggero, Dina (DPH) 

Subject: access to drug lab test system 

Hi Kip, 

I am sorry - it is OK to give Peter Piro access to the test system. I was confusing the test and production 
systems when I said I needed to fill out the access forms. 

Thanks, Julie 

juLiat^M Nassif 

Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 


1 


Folk OIG PRR 007552 





